at 5s poiat^ly if ^ ^ tber8 *** n ° C24hs ^ 

^ILSn'st® ^iS^liTdSi^LSf i sts 19 HEr*" SSx^, 

gf called for hj. the wqiwt, b«t^ JSStao^iTSI “ 0ttor refMe ““» to otter 
M aed Citil Eights both, and bothl^S ° at * J 10 »““»*»». 

nise seeding could not have been aore deuSeto ^ °° sacfc ^ ®» 

of the erine the places that had to be shacked oertnt^ ? '" ■ :x> ' j: *‘’ Wh en I said scene 
the index carte on that eloneZl teS SS Sl^J“’ lad0 "‘f mo. If 

ell I to o» of - hrt to show, ee jTifSS %Xf ^ 




Aerial 

1-171 



Photo 
VI -41 



Photo Lorraine 

RH-Mem 



4 strips of film with aerial photos of 
L orraine Motel and Main St. taken by 
-4/10/68. 



#4 - Exposures 


15-19, 


flown 


S to N 


#2 - 


20-24, 


flown 


S to N 


#3 - 


26-27, 


" 


NW to SE 


#4 - 


28-29, 


" 


E to W 




Lorraine 

Photos taken by Joseph Louw after shooting 
4/4/68 at Lorraine Hotel. 



<5 




f 



Photos of Lorraine 

King ' s body 



VI-42 "Appearing in Life magazine of 4/12/68 - 

’ Taken by Joseph Louw showing scene im- 
mediately after shot on balcony. 



Photo Lorraine 

RH-Mem 

1-170 Showing Lorraine Hotel from 2nd floor 

rear bathroom window., 422 1/2 S. Main. 

By'* 



<5 



4/5/68. 




'Photo 



Lorraine 



1-163 Photo of front of Lorraine Motel showing 

rooms 206 and 306 at app.- 30 feet. 




Photo Lorraine ' 

1-163 Photo of blood on veranda, 2nd floor of 

Lorraine Motel, 406 Mulberry, at 6 feet 
distance. 





Photo 



Lorraine 



1-167 



Looking west from driveway entrance 
of Lorraine on Mulberry. 




4/5/68. 



Photo 

1-167 



Lorraine 

Looking west from front of room 306, 2nd 
floor, Lorraine Motel. 




4/5/68 




Photo 



Lorraine 



1-168 



Photo 



Showing Lorraine Motel from south en- 
trance, looking North from Butler St. 
- at 50 feet. 

Rv 4/5/68 



Lorraine 



Showing front of Lorraine 
driveway on Mulberry St. 



from entrance 
looking East 



at 100 feet. 



1-168 




Photo 



Lorraine 



1-168 



Showing Lorraine, 



loohing NE at 50 feet. 




4/5/68. 




Photo 



Lorraine 



f 



1-168 



s howin g Lorraine from top of rear steps 
of Fire Station #2, looking NE. 





t 



•Photo 

1-169 



Photo 

1-168 



Lorraine 

Showing Lorraine Motel/ corner of Mul- 
berry and Huling/ looking SE at 100 
feet. 

4/5/68. 



Lorraine 

Showing Lorraine from NE corner of fire 
station #2. 







4/5/68. 




Photo 

1-169 



Photo 

1-169 



Lorraine 

RH-Mem 

Showing Lorraine Motel from opening in 
2nd floor rear bathroom window, 422 1/2 
S. Main. 

By 4/5/68. 



Lorraine 

Showing Lorraine from Huling St. en- 
trance, looking south - at 100 feet. 

By i 



4/5/68, 




Autopsy 



Photos of 

King's body 

VI-74 



5 photos ^.King's body 

Jerry Francisco / /^ s neck . 2 ) right 
s ide^of ^ head . nect; * ^“y.wound 

5) £ack\ location where bullet 
stopped . 



^5M_xr~Th - io 



Ml 



Bullet CQ64) Autopsy 

j _]_49 Bullet removed from Kings kod^^iyDr. 

Francisco 4/4/68. G ave to 
who gave it to SA who gave to 

SA Jensen, who gave to Fitzpatrick 
who took it to DC on the morning of 
4/5/68 and gave it to SA Frazier in 
labf. 





